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ABSTRACT 


A modified plug nozzle in which the plug is spinning 
as a gyroscopic mass 1S investigated. It is postulated 
that exhaust gas flow 1s modulated between the plug and the 
rocket casing in such a manner as to provide a stabilizing 
moment around the rocket center of gravity, when the rocket 
longitudinal axis deviates from the plug-spin axis. Lagrange 
equations of motion are formulated for the dynamical system 
described by four generalized coordinates. These equations 
are mechanized in an analog computer to yield plots of 
rocket angular motions. Critical non-dimensional parameters 
for the system are identified and discussed. A small demon- 
strator model was designed, constructed and tested, first 
with a smooth conical plug, and then with a conical plug 
having indented turning slots in the area of the exhaust 
annulus. Tests conducted on the model demonstrated that 
sufficient gyroscopic rigidity can be generated to counter 
the unbalanced pressure field effects around the rotating 
plug. The fact that flow modulation does in fact generate 
a corrective moment around the rocket c.g. with angular 
deviation between the rocket and the plug-spin axes was 
also demonstrated. Model tests were conducted using com- 


pressed air up to 82 psia at the nozzle inlet. The 
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spherical pivot bearing is located away from the mainstream 
of exhaust gases; in this manner consideration was given 

to eventual problems associated with the effects of high 
temperature flow in an actual nozzle. It is concluded 

that within certain limits of the critical parameters, 
satisfactory attitude stabilization of a rocket vehicle 


can be realized using a rotating plug-type nozzle. 
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List OF SYMEBOCES 


angle between rocket longitudinal and xz- 
inertial plane, measured around z-axis 

angle between rocket longitudinal and z-inertial 
axis 

angle of rotation around rocket, or plug, axis 
of symmetry 

rocket damping ratio (non-dim.) (eg 3.10) 
transverse moment of inertia igiimgoBeS) 

spin moment of inertia (slug-ft*) 

plug constant, moment on plug per radian angular 
deviation from rocket axis (ft-lb/rad) 

rocket constant, combined moment on rocket from 
aerodynamic fin and rocket nozzle side forces, 
around rocket c.g. (ft-lb/rad) 

rocket damping factor (ft-lb-sec/rad) 

plug angular momentum (ft-lb-sec) 

external disturbing moments applied to rocket 
body (ft-lb) 

plug time constant (sec) (eq 3.6) 

rocket time constant (sec) (eg 3.5) 

moment time constant (sec) (eq 3.7) 
non-dimensional parameter = oe (eq 3.8) 
non-dimensional parameter = T/T y (eqrs:. 9) 
upsetting moment (ft-lb) (Fig 6) 

trimming moment (ft-lb) (Fig 6) 

spinning moment (ft-lb) (Fig 6) 

centering moment (ft-lb) (Fig 6) 


Subscripts 


1 


2 


refers to rocket 


refers to plug 
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INTRODUCTION 


ime Cltuations Requiring Rocket Vehicle Attitude 


Stabilization 


There are numerous requirements in rocketry for main- 
taining a rocket along a fixed axis during thrusting. 
Several examples are: 

(a) Military rockets 

(b) Upper stages of orbital boosters 

(c) Scientific probe type rockets 

In the first and second examples given above, it is 
not uncommon to find that the entire rocket 1S spun around 
its longitudinal axis by auxiliary means before main 
ignition occurs. In the third example, a very high launch 
tower is often used to guide the rocket during the first 
few seconds of acceleration. Subsequently, aerodynamically 
induced spin is commonly used. This approach is often 
used to overcome the large "tip-off" angles resulting from 
wind shears. In some cases, this spinning of the entire 
rocket may lead to additional problems, such as pitch-roll 
"lock-in", undesirable Magnus forces, structural problems, 
etc. All of these various approaches are used to control 
the trajectory, and hold down impact dispersion patterns. 

For probe rockets having moderately high performance, 
the use of gyro platforms and servo driven attitude con- 
trol systems is becoming more common’. Unfortunately, 
this approach results in a much more complicated and ex- 


pensive vehicle. The system proposed in this study is aimed 


at providing a simple, mechanical, attitude control device 


operable during rocket thrusting. 


1.2 Principle of the Rotating Plug Type Nozzle (Patent 
Applied For) 

Plug nozzles of the non-rotating type are basically 
Similar to conventional convergent-divergent nozzles, in 
the principle of thrust generation. The significant dif- 
ference is that the supersonic expansion in a plug nozzle 
is not confined within solid walls. Rather, gas flow is 
continuously redirected by the ambient pressure to produce 
an essentially axial velocity vector. The theory of plug 
nozzles has been fairly well developed, and they have been 
found to have an almost identical efficiency as conventional 
nozzles at the design pressure Poa In addition, they 
have been found to maintain a high efficiency over a much 
wider range of off-design pressure ratios than conventional 
nozzles. To date, however, plug nozzles have not been 
widely used. The main reason for this is the problem of 
erosion of the annular throat area by rocket gases and 
solid combustion products at high temperatures. This prob- 
lem is more severe ina plug nozzle than in a conventional 
nozzle, but hopefully will be resolved by new materials 
and techniques. It is of interest to note that solid-pro- 
pellant plug nozzles have been successfully test fired 
for short periods of time. (These nozzles had fixed, non- 
Spinning plugs, of Sees) Even less well-developed 
than plug nozzle technology are control devices suitable 
for use on plug nozzles. 

mine rotating—-plug nozzle 1s an application Of basie 
mechanical gyno theoryyto the geometry of the plug nozzle! 
A plug spinning rapidly around its axis of symmetry would 


assume the characteristics of a gyro. By utilizing the 


gyroscopic rigidity of the spinning plug and the favorable 
geometry of the system, gas flow can be modulated between 
the rocket casing and the rotating plug (see Fig. 1). The 
plug is supported centrally so as to permit rotation about 
two orthogonal axes perpendicular to the rocket longitudinal 
axis, aS well as the rapid spin about the plug axis of 
symmetry. The means of support could thus be a single, 
Spherical bearing, centrally located within the plug. Or, 
alternatively, the plug might be mounted uSing a universal 
jOint; a conventional ball bearing would surround this 
universal joint to permit the high rotational speeds. 

Plug spin-up could be accomplished by several means. 
Perhaps the simplest method would be to use the rocket 
exhaust itself, and spin the plug using vanes or slots ex- 
posed to the exhaust stream. A variation of this method 
would be to machine nozzles within the plug itself, with 
the necessary angular offsets and exhaust ports located 
downstream of the annulus in a low-pressure area. Still 
another method would be to use an external power source 
to spin up the plug, prior to establishing the main 
thrusting flow through the annulus. For example, an 
electric induction motor might be used , with the plug 
acting as the rotor. In all of the above cases, the plug 
could be retained on an alignment shaft during spin-up so 
as to maintain the desired spin axis. 

As the rocket casing deviates from the desired (plug- 
Spin) axis, a modulation of the exhaust annulus occurs. 
Because of the geometry of the plug and its centrally 
located point of support, a higher rate of gas flow occurs 
on one side of the annulus than on the other. This gives 
rise to a side force, hence a corrective moment on the 
rocket about its center of gravity. In essence, the ef- 
fective thrust vector is offset so as to correct the system 


@eviation. 


A good analogy to the operation of the system would be 
a man balancing a long pole in his outstretched hand. As 
the pole deviates from the desired vertical attitude, the 
man supplies a side force and moment around the pole c.g. 


which tends to return the pole to the vertical. 


lite ei ealenl ersherce | Problem Areas 


A basic question which must be resolved is the overall 
effect of the pressure field and surface shears resu liege 
from gas flow past the rotating plug. Any net moments 
which are generated by these forces will tend to alter the 
Spin axis of the gyroscopic mass (rotating plug). The 
gyroscopic mass is intended to be a stabilizer for the 
system; it should act as a filter which reacts slowly to 
disturbances or rocket motions so that overall system 
dynamics remain within acceptable limits. 

A second problem area, not considered in detail in 
this study, involves the adverse effects of the hot rocket 
exhaust gases. It is probable that this problem could be 
attacked using a variety of techniques used at present in 
the design and manufacture of turbojet aircraft engines. 
The most obvious design solution consists of isolating 
the plug bearing from the mainstream of exhaust gases. 
This has been accomplished in the design of the demonstra- 
tor model. Means of heat dissipation employing conduction 


Or convection could also be employed. 


1.4 Method of Researching Rotating Plug Nozzle Feasibility 


The complexity of the pressure field effects on the 
rotating plug became apparent at the outset of this study. 
For this reason, it was considered desirable to perform 
both theoretical studies and experimental runs on a small 


demonstrator nozzle concurrently. 


CHAP TERR .2 


THEORY OF THE ROTATING PLUG NOZZLE 


Ze Sli aioe Cy of the Rotating Plug Nozzle to the 
Gyroscope and Top 


The similarity of the rotating plug nozzle to the top 
ie quite striking. In fact, it was this similarity in 
shape which led directly to the concept. It was hoped 
that the favorable geometric layout, coupled with a high 
degree of gyroscopic rigidity (high angular momentum) 
could lead to a workable system. References on the theory 
of the top proved to be helpful in setting up the dynamics 
problem on the analog computer and in interpreting the 


epserved Preuieec! = 


meee Ormulation of Lagrange Equations of Motion 


Consider the spherical coordinate system of Fig. 2, 
with both the rocket and plug axes lying approximately in 
the horizontal plane. Hamilton's Principle and the Lagrange 
Equations are used to formulate the equations of motion of 
the system. 

The following assumptions are made, in order to keep 
the mathematics manageable yet still adequately describe 
the overall system: 

a. The rotating plug is suspended on a spherical 

bearing at the plug c.g. and has three degrees 
of rotational freedom. 


b. Principle moments of inertia through the plug 


c.g. are approximately equal; i.e., 
Lp = Le, ¥ Ip, = Zp 


c. The plug is spinning rapidly about its axis of 
symmetry, with a constant spin rate; i.e., 


Ye = CONST 


d. The rocket €.g. is located atthe tonrtgin of (eine 
coordinate system and the rocket is free to 
rotate around two axes perpendicular to the 
rocket longitudinal axis, giving rise to angles 
1 and O- 


e. The rocket is not spinning; i.e., 


v=0 


£. The transverse rocket moment of inertia is dec 


ignated I and includes the mass of the plug 


R’ 
considered concentrated at the pivot point: the 
rocket moment of inertia about its longitudinal 
axls is very small compared with the transverse 


mMement Of inertia: i.e., 
Le, « Lp 


Using the subscript 'l' to denote the rocket and the 
subscript '2' to denote the plug, the total kinetic energy 


of the system is written: 
| ao i es a gz we oe 2 er “eee 
ae x ip (Oe +D sin 6) +f Lp (4 +B, 2G, | 


+= TZ, reg ome (4+D cot 9 \* fae) 
DAR (Y +g cot O,) + FL 2 2 Z 


The third term above becomes vanishingly small because 


GETAassuMpeion 2.71, sand (Ss mnee Vv, is constant) the resulting 


equation expresses the total system kinetic energy in 
terms of the four generalized coordinates, q; = O19), 
ee 2 

Next, it is necessary to determine the generalized 
£Orces, Q.. Since a non-conservative force field exists, 
we must use Hamilton's Principle in its most general 


form in writing the Lagrange Equations 


Zz, a _. 
I (IT +Q, $9; ) dt = (Ze) 


It is possible to express the work done by the force 
system in the small displacements, 66,585,906, 156.- Here, 
we assume that the moment on either the plug or the rocket 
1s approximately a linear function of the angle between 
the plug and the rocket. An additional dissipative, or 
damping, moment, is exerted on the rocket due to aerody- 
namic and/or "4 et-damping"’ terms. These terms are 
assumed to be proportional to the first power of rocket 
angular velocity. In addition, for generality, external 
steady-state moments Moy and Mg, are applied to the rocket. 
Denoting the thrust vector moment applied to the rocket 
by the action of the plug as M_, the aerodynamic vector 
moment applied to the plug by the pressure flow field as 


M 


p! and referring to Fig. 3, we may write: 


Me = eras (2.3) 


Mp = Kp (1,% 1p) 


(2.4) 


Taking the ¢? and 8 components separately the expres- 


Sions for the generalized forces, Q.7 become: 


Slik elie Ly? - 


Mie», 5D, = Ap (G,-2.) sir 8 3D, i G23 ID, 


Mpg, 50, = Kp (2,-@;) SE, = Qy SH 


yO 
MP 
ae, =O 


(Ze 


(2.20) 


(2 2lele 


(2 a2h 


Now, Since the variations of the 4 g's (generalized coor- 


dinates) are independent, the generalized Lagrange equa- 


tions are valid even though the system is non-conservative, 


ie ee 





(2 sae 


From Eqs. (1) and (13) we may write: 
#(Lpb sin = Ke (0-6) sin, - Ky G 52° B+, Sin G; 
at 20 9 0,)-O R 2 S) sins / DY J p, / 


Te [b sing +1008 (64 )} = Ke (%-4)-KG +My 


(2.14) 
4 (zr, 6) L ea A 
at R/T cer 6 cro (g) = R(9,-2)-ADe + Me 
, . - 2 : 
Lp 9, - Lyin One, (G) = Ky (0,-8,) — kp & + Mo, (2.15) 


which reduces ‘to: 
LpQ ~ tL, Sin ©, (¥ )(e,) a Kp (g,-G, ) Siw & 


also, since the rocket is oriented horizontally, sin 8, ale 
Substituting Inv, = H = (angular momentum of plug, assumed 


eenstant) . 
D2, - HA, = K (g,-¢,) (2.16) 


In a similar manner, we obtain: 


Tp Oo + Hh = Ke (8,-6) (2.17) 


The above development yields a system of coupled ordinary 
linear differential equations. The characteristic equation 
of the system is of positive semi-definite form, so system 


Stability is not automatically ensured. 


LO 


2.3. Simplatied Form ot Lagrange s@ cual tens 


In Eqs. (2.14) through (2.17) we make the further 


assumption that the cos 8, (b4)° andmcoes 6, (o,) (8) terms 


are negligibly small, and arrive at a simplified form of 


the Lagrange Equations: 


Ke (b,-6)-Ky b+ Mg 


4? 


Zr f} 


tl 


” 
HD 
il 


Ke (0;-6,) - Ko 4 + Me 


= HO, + Ke (G,-¢,) 


ae 
RS 
\ 


Ip 6, = -HG, + Kp (2-8) 


(222s) 


(2 7S) 


(22-210 


O45 23.) 


jG 3 


CHAPTER 3 


ANALOG COMPUTER SIMULATION 


Belt Method of Simulation 


The Lagrange equations of motion (2.18), (2.19), (2.20) 
and (2.21) were mechanized in a Pace Associates Inc., 


TR-48 analog computer. Various parameters such as K_,K_, 


’ 
H, etc., were selected to approximate ranges of ei . 
expected in the design of the model demonstrator described 
later in Chapter 5. In some cases, values for parameters 
were derived from crudely instrumented early firing tests 
Saeene demonstrator model. 

The first set-up of the analog computer included the 
1,8 and 1,6 terms. However, it was soon evident that 
these terms were very small in magnitude in most cases 
(and the potentiometer input settings were thus too close 
to zero to set in accurately). When the term was inten- 
tionally set to higher values, a very high-frequency, 
low amplitude motion was seen to be superimposed on the 
basic precessional motion of the plug, on the computer 
readout. It seemed obvious, after the basic dynamic 
equations were examined, that these terms represented the 
MieattOnal motion of the plug itself. 

The majority of the computer runs were made, then, 
with the following equations of motion (derived from 
nes. 2.18 through 2.21) approximating Ehe plug-rocket 


dynamical system: 


1 








a k e 9 
R AD. = aaa 
a L (9,-,) + vs Q, 21 si o 
ae Ka < > Me, rf 
a FS (6-4) “= Zp 7 
° K, _ 
6+ 2 (4-4) = 0 J 
Kp io 
Q,- (a,-@)=0 (3. 
The computer set-up 1S Shown in Fig. 4. The ranges of 


parameter values used in the analog simulation were: 


to 45 £t-lbs/radian 

to 0.2 ft-lbs/radian per second 
te 7.5 Et—-lbs/ radian 

200 sling EM 


.33 x 10° slug-ft7 


Tm HRN Vn wv 
10 lee 0/5 1 noes! ee a 8. 


to 0.366 ft-lb-sec (corresponds to 
to 15,000 rpm) 


EO °20.,10/ ft-lbs 


eo Caen ff Wie “Co ac) 


Me 


The analog computer study was extremely valuable in 
identifying critical parameters, as well as giving 


graphical pictures of resulting system dynamics. 


Jee DIScussilon Of eyoecmabvnanLes 


The ¢,9 plot was set up in all cases except one with 
an initial input angular difference between the plug and 
rocket axis of 0.025 radians. In order to see clearly 


the most general resulting motion, an initial input 


i) 


s 2) 


oo) 


a) 


dhe 


tangential velocity was also inserted to result in roughly 
a conical motion. The typical system dynamics showed that 
the rocket axis tended to conically "home in" on the 
plug-spin axis, for reasonably small values of the para- 


Q 
Orientation of both the rocket and plug axes represented 


meters KD/H and My or M,. In many cases, the final 


a “compromise" position much closer to the original plug- 
Spin axis than to the original rocket axis. For certain 
values of steady state moments, and with finite values of 
the parameter kp/H, the dynamic plots revealed an inter- 
esting phenomena. The initial coning motion towards the 
"compromise" position was noted, but then this was 
followed by a slow but gradually increasing drift. For 
larger steady state disturbing moments coupled with larger 
values of the plug parameter kKD/H, this drift was quite 
rapid. For the more slowly drifting cases, system per- 
formance might often be considered quite satisfactory 
Since at rocket burn-out the slow drift would not have 

had time to have any appreciable effect. In an actual 
system, initial malalignment between the plug and rocket 
axes would intentionally be held as close to zero as 
possible (by means of the alignment pin device). A number 
of typical systems dynamics plots are reproduced as Fig. 
Seay through (n). 


Seo DLScCUSSIOnN Of Critical Parameters 


One critical parameter affecting system operation is 
the plug parameter KD /H. A zero value of this parameter 
indicates that the plug is completely insensitive to 
relative motions between the plug and the rocket casing. 
Although practically speaking, it is impossible to obtain 
a zero value of KO/H, sufficiently small values can lead 
to a satisfactory type of system operation typified by 


Oscillations within specified limits of a reference axis. 
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Two methods for making this parameter small might be used 
COoneUErent ly: 

a. Increase the angular momentum, H, by using a 

high spin rate. 

b. Trim out upsetting torques arising due to 

modulation of the annular area. 

Another critical parameter appears to be the amount 
of externally applied steady-state moment on the rocket 
body. The effect of this parameter increases with in- 
creasing values of K,/H and is evidenced by an increasing 
amount Of drift on the plug-spin axis. 

Satisfactory system operation appears possible, pro- 
vided that the combined affect of the two critical paras 
meters described above remains within reasonable bounds. 
If one or the other of the parameters can be held close 
to zero, reasonably large values of the other parameter 
can be tolerated. 

A useful way of looking at the critical parameters 
1s as a system of time constants. 

For a given rocket-rotating plug system, one might 
combine the effect of the stabilizing aerodynamic fins 
(if any) with the stabilizing moment effect of the plug 


nozzle, to give an undamped yaw/pitch time constant. 


ws 
(= geile Sogo (35a 


For the plug itself, a plug time constant is defined, 
representing the precessional period of the plug (due to 


the pressure field): 


= + 
i = iar 7A (3 0en 


ils 


Finally, to represent the effect of an externally 


applied moment, a moment time constant is defined: 
ZR 
74 = ar /® ea 


Define two non-dimensional parameters, using the above 


Enmeee time constants: 


_ ke Ke | Fa 
0 fr ip “TH We (32:8) 


Tr — has 


Finally, representing the damping ratio of the rocket 
in pitch/yaw by means of a damping factor and the undamped 


pitch/yaw time constant: 
pe Rm Ke [te 
~ 2 < Ke (3.10) 


The analog computer study showed that optimum per- 





formance was obtained with the values of both parameters 
u and y equal to zero. However, with either one of 
the two equal to zero, system operation was generally 
satisfactory. For the case of u = 0 (no steady-state 
external moment on the rocket) the value of y could rise 
to 5.0. For the opposite case of y = 0 (an insensitive 
plug), it was desirable to hold the value of u to less 
imam 0.50. 

Another possibility which was investigated was that 
of a sign reversal on the plug parameter. Physically, 
this would represent a case where the pressure field 


would exert a moment tending to restore, or realign, the 
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plug with the rocket (the opposite of the predicted effect). 
This sign change merely changed the direction of the pre- 
cession; the resulting dynamic plots were mirror images. 

The effect of changing damping ratios is also clearly 
demonstrated in Figs. 5{(a) through (n). As one would 
expect, a lightly damped system may in some cases be more 
desirable, as energy is expended more evenly in all direc- 
tions around the plug spin axis. In the more heavily 
damped case, a great deal of the energy might be expended 
on one side of the plug spin axis, giving a final align- 
ment outside of prescribed limits. 

The effect of an out-of-plane moment (orthogonal to 
the plane of the deviation) was also investigated. De- 
pending on the sign, such a moment resulted in a diverging 
Or converging conical motion. For the stable (converging) 
motion, the plots were almost identical to those with no 
out-of-plane moment, but with an increased damping ratio. 
This effect became of some importance during the subsequent 
design and operation of the slotted plug described in 
Chapter 4. 

The case represented in Fig. 5(e) 1s particularly 
Significant, in that it represents a possible outer space 
rocket system, where no aerodynamic moments are applied 
(u = 0). It is noteworthy that the value of the other 


parameter (y = 1.49) is more than unity. 
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CHAPTER 4 


AERODYNAMIC PRESSURE FIELD AROUND THE ROTATING PLUG 


4.1 Plug Nozzle Flow 


The basic characteristics of the convergent-divergent 
(or Laval) type nozzle are well known. A plug nozzle may 
be viewed as a "modified" conventional nozzle; the basic 
difference being that the supersonic expansion is not 
confined within solid walls, but is continually redirected 
by ambient pressure. The gas expands inwardly as the 
diameter of the plug decreases and eventually acquires an 
essentially axial velocity vector®. 

The throat of a plug type nozzle acts no differently 
than the throat in a conventional nozzle. Flow is "choked" 
at this point, and the throat area limits the mass flow 
through the nozzle. One may assume a Prandtl-Meyer ex- 
pansion downstream of the throat, and use the method of 
characteristics to compute the contour for an axisymmet- 
rical plug which yields an ideal isentropic expansion with 
no disturbances in the flow. 

It has been shown experimentally that simple conical- 
plug nozzles have the same performance trends as a con- 
toured-plug (isentropic) nozzle. A slight decrease in 
the thrust coefficient of about one percent occurs with 
this substitution. Also, the plug angle for best per- 
formance increases from 60° to 80° as the design pressure 


ratio is increased from approximately 8 to 20°. 
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4.2 Upsetting Moment Due to Plug-Rocket Angular Offset 


For a plug nozzle in which the plug is pivoted at 
some internal point on the axis of symmetry of the plug 
the flow differences occurring due to angular offsets 
between the rocket and plug axes must be taken into 
account. These flow differences lead to a moment being 
exerted on the plug. Without compensation, the moment 
thus generated generally tends to drive the axis of a 
non-spinning plug further away from the rocket axis. 

In the case of the spinning plug, however, the moment 
tends to precess the plug around the rocket axis ina 
manner similar to the action of gravity on a spinning top. 

The basic reason for the upsetting moment can best 
be understood by assuming all pressures upstream of the 
throat are equal to inlet (chamber) pressure, while all 
pressures downstream of the throat are equal to ambient 
(atmospheric) pressure. A typical calculation for the 
model plug showed the center of pressure to be located 
on the plug axis of symmetry, at 0.307" above the orifice 
plane. It would appear that the ideal solution to the 
problem would be to shift the central pivot point up to 
this location. Were this done, however, most of the 
beneficial effect of flow modulation would be lost, due 
to the relative tangency of the motion of the conical 
plug with respect to the lip of the orifice plate. 

Several possible solutions to this problem were in- 
vestigated. These solutions might be regarded as methods 
for making the plug relatively insensitive to rocket-plug 
angular deviations. The methods looked at involved both 
mechanical means, and the use of momentum exchange with 
high velocity gas flow past the plug. It was determined 
that subsonic momentum exchange upstream of the throat 


yielded insignificant trim moments. However, the use of 


ig 


vanes or slots in the sonic and supersonic regions at and 
downstream of the throat area did yield significant com- 
pensatory moments. Also, a flexural joint support for 

the plug capable of yielding a centering moment was in- 
vestigated, and was found to have sufficient cross-section 
to withstand the axial loads of thrusting. 

In designing turning slots, or vanes, for the plug, 
three goals were considered desirable (see Fig. 6): 

a. Maintaining the spin rate. 

b. Exerting a trimming moment partially or completely 
countering the upsetting moment described pre- 
viously. 

c. Exerting a small out of plane moment giving the 
plug a slight tendency to precess toward the 
rocket axis. 

The effect of the moment described in (c) above would 
then ensure a stable tendency for the system where steady- 
state moments exerted on the rocket body would result in 
a low rate drift of the plug spin axis, but would delay 


the plug's contacting its mechanical limit stops. 
Pp 


20 


CHAP IER. 


MODEL DESIGN AND CONSTRUCTION 


SCIP Olea vepoy Jel kecyeyel oly, 


The design and construction of a small working model 
of the rotating plug concept proved typical of most re- 
search projects. That 1S, some anticipated problem areas 
gave no trouble whatsoever (example: static and dynamic 
balancing of the plug was not even necessary due to 
symmetrical design and manufacture); while other areas 
in which little trouble was expected gave more than their 
share of problems (example: ducting high pressure air 
through a flexible joint). 

In the design and construction of the model, sim- 
plicity was the keynote. Easily available and inexpensive 
mechanical components were used wherever possible. Where 
specially designed major components (such as the plug 
itself) were required the simplest design possible was 
chosen. In two key locations, the use of circular retainer 
rings (TRUARC type) led to a simple design and rapid 
assembly of the system. The plug nozzle is shown assembled 
and disassembled in Figs. 7 and 8. 

Early construction and testing of a rotating plug 
model, capable of being tested under either spinning or 
non-spinning conditions, gave a degree of confidence in 
the basic assumptions and theory. It also led to timely 


redirection of study efforts in the proper paths. 
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fe Design of Rotatang Plugs 


A number of possible ways of supporting the rotating 
plug were considered, including: 

a. Spherical air bearing 

b. Angular contact ball bearing mounted outboard 

of universal joint 

c. Self-aligning aircraft type bearing 
After considering the cost factor, approach (a) was ruled 
out. Then, six tentative designs using approaches (b) 
and (c) were drawn. The final choice involved using 
approach (c) with the smallest commercially available 
self-aligning bearing (SHAFER type A-4). The limits of 
angular deviation of this bearing were +10°. This type 
of bearing is normally used in aircraft control rod ends 
at low cyclic rates. 

The plug itself was designed to operate up to chamber 
pressures of 100 psig, using compressed air. This re- 
sulted in a pressure ratio of approximately 7. A simple 
conical plug shape was selected with a plug angle of 60°, 
close to optimum for this pressure ratio!®, Some adjust- 
ment of the central pivot point was contemplated, so the 
bearing was retained within the cone using shims of 
varying thicknesses in pairs. The shims contacted the 
bearing outer race, and the upper shim was held by a 
circular retainer snap-ring. 

Two plugs were constructed. Plug #1 had smooth sides, 
while Plug #2 contained spin-up slots in the annulus 
region (see Fig. 9). Otherwise, they were completely in- 
terchangeable. Basic features of plug design are shown in 
ergs. LO and li. 

Initial spin-up for both plugs was accomplished 
through a recessed hexagonal fitting at the cone vertex. 


An Allen-type fitting was driven by either an electric 
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or air drill after insertion in gene plug are ring ane 
turning slots machined into the sides of Plug #2 served 
to maintain (or increase) the spin rate, and also to 
provide a slight trimming moment as shown in Fig. 6. 
Limit stops for the plug were provided by designing 
the cage to contact the shoulder of the plug at angular 
deviations of +8°, since the limits on the A-4 bearing 
were +10°. Also, three set screws were provided allowing 


non-spinning tests at any fixed anglés up to +8°. 


Doom Design On DUCE imag 


The three major components which control the ducting 
of the compressed air past the rotating plug are designed 
for quick assembly using a 4.5" dia. snap-on type retainer 
ring. The three components were named cage, casing and 
orifice plate to indicate their function (see Figs. 12 
through 14). The similarity of the model plug-nozzle 
ducting system to the 1954 NACA models” was intentional. 
Specific design features were determined on the basis of 
a 60° plug angle and an outer shell angle of Ase 

The shroud surrounding the plug was machined into 
the cage to keep foreign matter from passing through the 
bearing. This was considered necessary as the normal 


bearing seals had been removed to reduce friction. 
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The entire test rig was located in the compressor 
room at the MIT Aerophysics Laboratory. Compressed air 
was supplied to the nozzle by two Chicago Air Compressors, 
Ty pena 4 ce 4S O-ChO es wWilthed @emolned Steacvaceare 
output of 1.7 lb/sec. The compressed air was controlled 


through a guick-acting, manually operated gate valve, with 


a 


a finite number of adjustable limit stops. The air was 
then directed vertically downward through a 2" pipe to 

a Flexpipe flexible bellows, type 2M10Z. A short length 
of 2" aluminum pipe was attached to the lower end of the 
Flexpipe, terminating in the nozzle assembly. The length 
of this pendulous portion was 49", measured from the 
center of the Flexpipe. Surrounding the pendulous portion 
of pipe was a steel safety hoop which allowed a maximum 


pipe deflection of 13 1/2 from the vertical (see Fig. 15). 
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CHAPTER 6 


INSTRUMENTATION 


6.1 Measured Parameters 
The following parameters were measured directly on the 


final test series by the means indicated: 


Plug Angle photocell Sanborn Recorder Ch. 3 
Plug Angle photocell Sanborn Recorder Ch. 4 
Plug rpm photocell Sanborn Recorder Ch. 2 
Pipe (rocket) Angle electr. pot. Sanborn Recorder Ch. 5 
Pipe (rocket) Angle electr. pot. Sanborn Recorder Ch. 6 
Chamber Pressure transducer Sanborn Recorder Ch. l 


6.2 Measurement CrrecureLy 


All three plug parameters were measured by a system of 
cadmium sulfide photoconductor cells scanning a black and 
white harlequin pattern painted on the plug. Aluminum 
instrumentation cubes (1" x 1" x 2-1/2") were fabricated to 
hold the photocells and 20.1 mm focal length double convex 
lenses with provisions for focussing. Illumination was 
provided by a 6-volt lamp mounted on each cube. The two 
orthogonal plug angles, (¢2-¢,) and (6,-6, ), were measured 
by the two outer photocell cubes scanning a horizontal black- 
white interface on the plug. Plug rpm, Wo, was measured by 
the center photocell cube scanning a vertical black-white 
interface on the plug. (See Figs. 16 and 17.) 

The rpm circuit diagram is shown in Fig. 18. The rpm 
envelope circuit (output BNC #2) did not provide adequate 
data and was not used. Data on rpm was obtained by direct 


pulse count readout from BNC #l. 
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The plug angle measurement system is shown in Fig. 19. 

The two pipe (rocket) angles were measured by means of 
orthogonally mounted linkages connected to 1K helipots 
and powered by 1-1/2 volt dry cells. 

The electrical diaphragm type pressure transducer had 
a range of 14.7 to 100 psia. The pressure tap was located 
in the casing, 1-1/2" above the orifice plane. A back-up, 
direct reading Bourdon-type gage was also located at this 
position for the convenience of the test conductor. 

The assembled instrumentation is shown mounted on the 
casing in Fig. 20. The pressure transducer power supply 


and angle/rpm circuit boxes are shown in Fig. 21. 


6.3 Calibration of Instrumentation 
The calibration methods employed in the course of final 
phase testing were relatively straightforward: 
a. RPM calibration was not necessary, as pulse counts 
per unit time were read directly from Sanborn 
Recorder Seapes. 
b. The pressure transducer/power supply system was 
calibrated once, using an accurate pressure source. 
A calibration curve was made up, and used for all 
subsequent tests. Output was in millivolts and 
had excellent linearity. Sensitivity was 0.185 mv/psi. 
c. Plug angles were calibrated only at the plug limit 
stop angles prior to each series of runs. This 
was accomplished by wobbling the cone around in 
contact with the cage, with the photocell system 
active. 
d. Pipe angles were calibrated before each run, by 
running the pipe manually against the safety 


hoop limit stop in each of the four quadrants. 


It 1s possible that the photocell readout of plug angles 


was not too linear. Angular motions could produce deviations 
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in light intensity and also affect focussing. The traces 
on the Sanborn tape appeared very sinusoidal and regular, 
however. 

Pipe angle linearity was probably affected by some cross- 
coupling between the linkages connecting the pipe to the two 
helipots. Although the linkages appeared crude, they func- 
tioned smoothly and reliably. Their mass was almost 
negligible, compared with that of the heavy nozzle assembly 


components. 
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Teo Resuili is 


meeeeGeneral Outline of Tests 


The initial test phase was conducted when only the 
smooth-sided plug (Plug #1) was available. The instru- 
mentation package was still in the design and construction 
process; as a result, the first test phase yielded only 
qualitative information, or at best crude measurements of 
some of the basic parameters. The early initiation of 
testing was very valuable, however, in the following 
BeSODeCtS : 

a. It determined important features of the system 

EO Consider me rurthermrdes tan, const sucelon, 


and testing. 


b. It established test procedures and trained test 
personnel. 
c. It ironed out initial hardware-type problems. 


The second and final test phase used both Plug #1 and 
Plug #2. In addition, full instrumentation was available, 


and resulted in a great deal more quantitative data. 


Yee opin-Down Tests 


Initial spin-down tests were conducted using a photo- 
cell counter and an EPUT meter. The bearing was unloaded 
(no air pressure on the plug). A primary goal of this 
early test was to determine the suitability of a self- 


aligning type bearing at high rpm's for short time periods. 
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Results were highly satisfactory, in that a large number of 
runs Up to the vicinity of 16,000 rom showed no sign oe 
overheating or bearing deterioration. Although several 
different types of bearing lubricants were tested, little 
difference was noted. A breakdown between bearing friction 
and windage was not attempted. Results of a typical spin- 


down test are given in Fig. 22. 


7.3 Side Force Measurements 


The first thrusting tests were made with the plug 
restrained by set screws within the casing, (plug not 
Spinning). Side forces were measured using a fish scale, 
ensuring that the pipe was vertical so that a weight 
component would not be measured. Plug-rocket angular 
deviation was calculated from measurements of the orifice 
gap at four locations 90° apart. The orifice gap measure- 
ments also gave the throat area, from which thrust could 
be calculated. These tests successfully demonstrated 
that a corrective side force on the rocket was generated 
by the offset plug. The results of one series of side- 


force tests are given in Fig. 23. 


(Aes LIMIineaay ereesopin Tests, Plug al 


The first thrusting, free spin, tests on Plug #l 
were conducted with extremely limited instrumentation. 
Chamber pressure was read manually from the Bourdon 
pressure gage mounted on the casing. RPM was measured 
using a photocell scanner and EPUT meter. Angles were 
Visually estimated by the test conductor. The general 
impression of the tests was that the plug and pipe 
appeared stable at high rpm's; but that at lower rpm's 
the plug began a diverging precessional mode. This 


motion would eventually drive both the plug and the pipe 
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against their respective limit stops. The pipe would then 
remain forced against the limit stop by the side force 
generated by the (now stationary) plug. Qualitative 

test results of Phase 1 Free Spin Tests on Plug #1 are 
eeesented in Table 7-1. The increase in initial rpm from 
16,000 to 18,000 was obtained through switching from a 


emall electric drill to an air-driven drill. 


TABI? — i 


PRELIMINARY FREE SPIN TESTS, PLUG #1 


2 


Run Initial ‘o Rial waleull = | sqbboveuligve: Remarks 
No. RPM psig Plug Time 
Angular (sec) 
Offset 
(deg) 
A io, 000 er 0 5 Plug stable first 3-4 


sec, then precessional 
divergence of in- 
creasing frequency 
noted as plug slowed. 
After contacting plug 
limit stop, pressure 
flow held plug in this 
position. Pipe limit 
not reached. 


2 16,000 ST) 3 5 Plug stable first 3 
sec, pipe began 
moving immediately 
in COrrect direction 
to realign with plug 
Spin axis, then began 
to diverge spirally. 
Plug and pipe hit 
limit stops. 
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TABLE 7-1 s(Coneanued 


Run Initial Po Initial Running Remarks 
No. RPM psig ~Prugd Time 
Angular (sec) 
Offset 
(deg) 
S| Gy 0100 36 3 5 Plug appeared stable 
at first. Pipe moved 


toward plug spin axis, 
then moved off roughly 
90° from initial motZone 
Plug and pipe hit limit 
stops 


4 18,000 30 0 S Plug and pipe appeared 
stable for about 3 
sec, then began slowly 
divergent conical pre- 
cession 


Note: Limited Instrumentation Available; all figures except 
Py approximate. 


7.5 Final Series ING SS SSA a Tests 


The final series of free spin tests on both plugs were 
conauered Using full anstrumentation. A total of 15 
thrusting runs were made, and runs were terminated at the 
failure of the second A-4 bearing. 

Free spin tests using Plug #1 revealed an interesting 
phenomena. An initial conical precession mode occurred on 
the first run, probably due to the initial malalignment 
between the pipe and the plug. During spin-down from 
18,000 rpm to about 10,000 rpm, this precession tended to 
damp out. However, as the plug continued to slow down, 
the amplitude of this precession stabilized and then began 
to increase until the plug contacted the mechanical stops 
(see Figs. 24 and 25). 
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As the chamber pressure was increased in succeeding 
runs the plug precession period decreased. The time re- 
quired for the plug to contact the limit stops also de- 
creased. 

On Run no. 9, Plug #2 was substituted for Plug #1, 
and the pipe was restrained. A low value of chamber 
pressure was used initially, and even this was applied 
gradually. The plug began to diverge almost immediately 
in its precession, and had contacted the stops before 
the full chamber pressure was even reached. The mechanical 
limit stops were contacted at approximately 1.0 sec. 

Run no. 10 was somewhat longer, about 2.4 sec, before 
contacting the limit stops. On this run, the pressure 
was applied so gradually that not even half pressure had 
been applied at the time of contacting the stops. Initial 
Spin-up had been 16,500 rpm, and it was noted on this run 
that the turning slots had been effective in increasing 
the spin rate of the plug. By the time the limit stops 
had been contacted, plug rpm was at 19,200. 

Run no. 11 was similar to the previous runs, as 
regards the gradual pressure buildup. Again, the plug 
contacted the limit stops following a conical divergence. 
At this point, it was surmised that the gradual application 
of chamber pressure was possibly having an undesirable 
effect in acting only on the upper portion of the slots, 
giving an unstable value of Mo: Accordingly .4 1nstruceions 
were given to apply full pressure immediately, so that the 
pressure would in fact have its point of application 
farther down on the slots and possibly change the sign of 
Mo: 

Run no. 12 appeared to confirm the hypothesis of the 
previous paragraph. The initial spin-up rpm was 15,600. 


Upon application of full chamber pressure of 67.3 psig 
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which occurred with 0.25 sec, the initial conical motion 
due to plug malalignment began to decrease in amplitude, 
and by t = 1.7 sec had effectively died out. The pipe 
stabilized sooner than the plug and picked up a bias angle 
off the vertical (see Fig. 26). (Only » angles have been 
plotted, as 80 values were similar.) At the same time, 
between t = 0 and t = 2.8 sec, the slots had accelerated 
the plug to 27,600 rpm. At this point, bearing failure 
began, and after a slight wobble in plug angle, the plug 
came to a dead stop in roughly the centered position. 

Following disassembly, the bearing was found to have 
catastrophically failed, with the roller retainers ground 
to fine particles and lying in the plug cavity. All the 
conical rollers were jammed together on one side of the 
bearing, and effects of excessive heating were evident. 

The second bearing was installed, and a new lubricant 
was used. This was Dow-Corning Type 33 silicone grease, 
medium consistency, operating temperature 100-300°F, 
maximum speed factor 150,000 to 200,000. 

The first run with the new bearing (Run no. 13) was 
made, reverting to the gradual application of pressure. 
The run was similar to the previous unstable ones, in 
that divergence was rapid, and limit stops were contacted 
before full pressure had been reached. 

Run no. 14 was made, this time using a rapid applica- 
tion of chamber pressure, oP of 64.8 psig was reached 
within 0.20 sec. (see Fig. 27). The conical precession 
of the plug began to damp out immediately. The test con- 
ductor struck the pipe sharply (intentionally) during the 
first 0.1 sec of pressure application, to check system 
response. The pipe resisted this force and appeared to 
remain stable; this fact was later confirmed by analyzing 
the Sanborn traces. The plug continued to accelerate on 


this run, due to the effect of the turning slots. By 
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t = 1.4 sec, both pipe and plug angles were stable, and rpm 
Mad reached 40,100. The plug continued to accelerate until 
at t = 2.3 sec the air valve was closed. Pressure then 
tailed off to atmospheric in about 0.3 sec, and the 
measured peak rpm value was 50,300 rpm. At the time of 

the test, the Sanborn traces were not analyzed, and it 

was not realized that this high an rpm value had been 
attained, although it was known that the plug had acceler- 
ated to a value higher than the initial spin-up attained 
with the air drill external drive. 

Since no apparent damage had occurred to the bearing, 
Run no. 15 was made. This time, the test conductor 
struck the pipe twice following application of air pres- 
sure. The pipe resisted both impacts, with no noticeable 
deviation on the Sanborn traces. On this run, the plug 
stabilized more quickly, due to a smaller initial malalign- 
ment. Again, acceleration was rapid, and peak rpm of 
42,000 was reached at t = 2.0 sec. However, slightly be- 
fore this, the incipient bearing failure was evident in 
several jerky excursions in the plug angles traces, be- 
ginning at t = 1.7 sec. The bearing came to a complete 
stop by t = 4.5 sec, in a manner identical with Run no. 12. 
The period of time during which the pipe angle was stabilized 
by the nozzle at a bias angle off the vertical was thus 
shorter than noted in Run no. 14; otherwise the plots were 
very similar. 

It is interesting to note that on Runs 12,14, and 15, 
the nozzle was successful in stabilizing the pipe ata 
position which was biased off the vertical. In Run 14, 
for example, the pipe angle was constant from t = 1.0 sec 
to t = 2.25 sec. In Run 12, pipe angle was virtually 
constant from t = 1.25 sec to t = 3.00 sec. It is in this 
region of high plug rpm that performance is shown to be 


optimized. 
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A final run (Run no. 16) was made to measure the 
natural (pendulous) frequency of the pipe and nozzle 
assembly complete with all instrumentation attached. A 


period of 2.00 sec was measured. 


7.6 Determination of Ky from Experimental Results 


From the Sanborn traces, the period of plug pre- 


cession, T could be measured under a variety of con- 


ee 
ditions. Knowing this parameter and the rpm, Kp could 
be derived from Eqs. (3.6); i.e., 
Y= 2 
po (7am 
Ip 


It was assumed for purposes of this study that the value 
of Ky is roughly proportional to the gage chamber pressure. 
All values were then reduced to a standard chamber pressure 
of 64 psig (the value obtained in Run no. 14). Derived 

Kp values are given in Table 7-II. A number of possible 
reasons for the rather wide scatter were explored. Aside 
from non-linearities which are bound to exist, two 
Significant factors were noted. The first was the fact 
that some data points were taken as the chamber pressure 
was building up towards its maximum value and thus do not 
represent steady-state conditions. The second factor 
involves data points involving significantly large plug 


angular deviations (>2°). 
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Spinning Plugs 


Experiments on the smooth sided plug and the pipe 


vertically restrained showed an interesting parallel to the 


theory of the "sleeping top". 


Pressure forces on the plug 


in this case act in a manner analogous to gravity acting 


Siiea EOD. 


ihiate. vs, 


an upsetting moment is felt by the 


Spinning body as its axis deviates from the vertical. A 


36 


"sleeping" top tends to rise by itself towards the vertical, 
provided it has enough angular velocity. The critical 


angular velocity relation for a top is given as follows’?: 


wot > SWAL (Fae 


where A is the transverse moment of inertia 
C is the spin moment of inertia 
W is the weight 


2 is the distance from vertex to c.g. 


It can be seen that W288 represents the moment which 
is applied by gravity at small angles; for the plug this 
moment would be written K,8. It would appear that a 
direct substitution of K, for WR in Eq. (7.2) would gige 
the critical angular velocity for the rotating plug. ~@ie 
gradual spin-down of the smooth plug in Runs no. 4 and 5 


permitted the measurement of rpm at the point of divergence 


of the plug axis. For Run no. 4, and taking the computed 
value of Kye the critical angular velocity is computed to 
be: 
Kp A 
oS 1 (733) 


which gives: 


patie 


Creve scr 


uJ > 149.4 Rav [see = 1430 RPM 


But, the observed value at which the plug appeared critical 
was 9000 rpm (see Fig. 24). 
The explanation for this discrepancy is not fully 


understood at the time of writing. One possibility involves 


a7, 


130 
‘ 
Bag. 6, by exhaust gases which are dragged around with 


the generation of a moment on the plug opposite to M 


Ene rotating plug. Such a moment might explain the 
Eipparent increase in Critical frequency, due to its de-= 
Stabilizing effect. 

It is of considerable interest to determine what values 
of the critical parameters were obtained in the model tests. 
The value of U was essentially zero, since all tests started 
at, or very close to, the vertical axis. Hence, there were 
no strong pendulous moments to overcome. Even so, the 
value of the other parameter, y, was much higher than 
would be expected in an actual vehicle system, due to the 
high mass and inertia of the pipe, nozzle assembly and 
instrumentation. However, during the high rpm phase of 
Run 14, the computed value of y range from approximately 
4.25 down to 2.85. This set of parameter values matches 
closely the analog computer case shown in Fig. 5(j). 

This set of dynamics appears quite stable, although the 
final alignment of the pipe lies closer to the initial 
alignment of the pipe rather than the initial alignment 

of the plug. This appears to be the penalty paid for a 
value of y greater than unity. Even so, in practice this 
might not be too serious, Since it is assumed that both 
the rocket and the plug would be lined up initially, and 
this position would represent the final alignment position 


as well. 


feces EStimation of Model Plug Equilibrium RPM 


Manglesdorf's Method - was used to estimate the 
equilibrium for model Plug #2, using rpm data obtained 
from Run no. 14. The equilibrium rpm is estimated to be 
approximately 55,000 rpm, limited by bearing friction 


(see Fig. 28). The design of the turning slots was overly 
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pessimistic; the slots appeared to be much more effective 
than anticipated. It had been feared that most of the 
flow would pass by the indented slot area, reducing 
effectiveness. In fact, it appeared that the pressure 
gradient had forced air into the slots, at the same time 
accelerating the flow and increasing the net effectiveness 


in spinning up the plug. 


Sy) 


CHAPTER 8 


CONCLUSIONS AND RECOMMENDATIONS 


fees Conclusions 
Ina rotating plug nozzle: 

a. assuming an inertially stiff plug, annular throat 
modulation of exhaust gases yields a corrective 
moment around the rocket vehicle c.g. 

b. the plug demonstrates a precessional divergence 
below a certain critical rpm, which is greater 
than that predicted by the theory of the "sleeping" 

EOD. 

c. at rpm's above critical, the rotating plug nozzle 
can act as a filter to damp out pitch and yaw 
motions of the rocket. 

d. the critical parameters can be defined as a system 
of time constants, given in Chapter 3. 

e. isolation of the bearing from the main exhaust 


stream is possible. 


In view of the fact that stable operation of a rotating 
plug nozzle system has been experimentally demonstrated, the 
broad goal of this research effort has been achieved. 

It is recognized that the basic problems associated with 
fixed plug nozzles will remain with rotating plug nozzles. 
Most serious is the problem of throat erosion with high 
temperature gas flow. It is concluded that the ultimate 
success for a rotating plug nozzle system is tied closely 
to successful operation of fixed plug nozzles. Once the 


Fixed type gains acceptance, the rotating type could 
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probably be developed with a moderate additional research 
effort. 

It is possible that early use of the rotating plug 
nozzle might be contemplated in space research vehicles, 
Since there should be no significant external moments 
applied in outer space; thus, the value of the parameter y 
should remain near zero. 

The bearing failures should not be considered too 
seriously. They were anticipated, as the normal operating 
limits of the bearings were being far exceeded. The 
important conclusion to be drawn is that a successful atti- 
tude stabilization for a few seconds was accomplished with 
a rapidly spinning plug nozzle. This probably marks the 
first successful demonstration of a spin stabilized nozzle 


(on a non-spinning rocket; pipe, in this case). 


8.2 Recommendations 

In view of the successful theoretical and experimental 
research on the rotating plug represented by this study, 
and possible widespread future operational uses in rocketry, 
continuation of this area of research is recommended. 

More specifically, it is recommended that: 

a. further analytical study be undertaken to gain 
a better understanding of the pressure flow 
field around the spinning plug, and the predic- 
tion of out-of-plane moment components. 

b. the use of air bearings for operation of test 
models at much higher rpms and for longer periods 
of time be investigated. 

c. mechanical methods of achieving trimming moments 
(flexural joint), with the goal of near-zero 


values of K, be investigated. 


P 
dad. instrumentation sensitivity and linearity be 
improved upon in future test models. Theoretically 


it should be possible to add voltages representing 
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say, ®, and (02-8@,) to obtain 82 (plug inertial 
angle) directly. 

a cold gas or steam version of the present test 
article be given a free flight test. This could 
be done cheaply. 

an attempt should be made to spin up the plug 
from 0 rpm using main exhaust gas. The center- 
ing torque due to forces in the slots should aid 
in precessing the plug to the pipe axis (the pipe 
should stabilize the plug), until a region of low 
y 1s reached. Then, the roles should be reversed, 


and the plug should stabilize the pipe. 
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APPENDIX A 


MASS AND MOMENT OF INERTIA DATA 


Item_ 
Plug #1 (smooth sides) 

Plug #2 (with turning slots) 
Orifice Plate with O-ring 
Cage with set screws 
Housing 

Photocell Package 

Large Retainer Ring 
Small Retainer Ring 
BOL, Nut 


Brass Shim, Washer, 


Shims (pair) 
A-4 Bearing (seals stripped) 


Pressure Transducer 


Pressure Gage 


Note 1: I 


Spin 
Note 2: “Pivot pom 0.3917 
Note 3: Center of gravity 0.65 in 


WE. 
(lbs) 


Le Soak 
1 Ze 
Laaoee 
dee Ee 
3.7000 
205 
02 L0Ss 
0.0046 
OG 8 
O200S6 
OEE 37 
0.1036 


Oe Sse21 


I, I 
spin > transv 9 
(slug ft) (slug ft’) 
2.33x10° 2.0 iene 
He elapaliy 2 2. Olan 


includes bearing outer race and shims 
from plug upper surface 


from plug upper surface 
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Figure 1. Rotating plug nozzle - schematic 
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NOTE |. INITIAL PLUG SPIN AXIS=6 | 
NOTE 2. $,(0): 025 RAD 
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Figure 5. Continued 
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various moments 
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ROTATING PLUG NOZZLE 


(ASSEMBLED, WITHOUT INSTR.) 


Figure 7. Plug nozzle, assembled 
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Figure 24. Run no. 4, measured data 
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Figure 25. Run no. 5, measured data 
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